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Crossing Upgrades 


BLANDFORD srt @ Blandford Mall and Silber Way 


@ Granby St 
BU EAST 
T @ Cummington Mall 
@ St. Mary’s St 
BU CENTRAL 
AMORY ST 
BABCOCK ST 


PACKARDS CORNER 
@ Packard’s Corner 

HARVARD AVE 

®@ Spofford Rd 

GRIGGS ST 


ALLSTON ST 
WARREN ST 
WASHINGTON ST 


SUTHERLAND RD 

@ Wallingford Rd and Kinross Rd 

CHISWICK RD 

@ Chiswick Rd 

CHESTNUT HILL AVE 
@ Chestnut Hill Ave 

SOUTH ST 


@ South St 
@ Lake St and St. Thomas More Rd 


@ Lake St Yard Entrance 
BOSTON COLLEGE 
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t @ Colborne Rd 
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Accessible Stations 


Prepare for Type 10 trains with accessible stations: 
¢ Packard’s Corner 
¢ Sutherland Road 
¢ Chiswick Road 
¢ Combined Chestnut Hill Avenue and South Street 


Raise platforms to allow roll-on access using 
extendable bridge plates with low-floor trains 


Widen platforms for accessible pathways 
Include a safety barrier between the platform and road 


Install lighting, customer assistance call boxes, 
benches, and station signage 


Proposed Chiswick Station Layout 
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stations Upgrades 
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Combined Chestnut Hill and South Street Station 
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Improve Lake Street Yard 


¢ Reconfigure track within Lake Street yard to accommodate 
Type 10 trains: 


¢ Newtrains to be 114 ft long (74 ft existing) 
¢ Support paired Type 10 train storage (225 ft track) 
« Remove maintenance building 


¢ Build new power substation 


¢ Relocate Boston College Station to Commonwealth Avenue 


Proposed Boston College Station Layout Proposed New Lake Street Yard Layout 
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Streamline B Branch 


¢ Exploring the following options to optimize the rider experience for a 
faster, more reliable trip: 


¢ Combine Blandford Street Station with BU East 
¢ Combine South Street Station and Chestnut Hill Avenue Station 


¢ Benefits: 


euinlbate complex track alignment HL “i ie 1 ie Le Ue 
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e Improve customer experience 
¢ Raise platforms for improved accessibility 


¢ Pedestrian crossings will be rebuilt 
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Platform Upgrades 


Existing Conditions 8 inch Above Top of Rail Platform Future 14 inch Above Top of Rail Platform 


=» 8 inches above top of rail = Level with train floor 


= 140 feet long (minimum) = 225 feet long 


= Platform at top of rail Platform widened to 7 feet, 6 inches = Provides roll-on, roll-off boarding 
= Too low to deploy bridge plate Allows bridge plate deployment = Accommodates double Type 10s 
* Narrow, uneven platforms Safety barrier along platform = Raised after legacy cars retired 


" No rider separation from traffic Lighting, benches, and amenities =» Adds canopies 


= Adds real-time signage 
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Boarding Improvements 


Accessible Door Location 


Near-term project 


Apply 60-inch turning area for mobility 
(current design focus) 


devices at accessible door locations 


Locate platform amenities to avoid * Compatibility with 


2 existing fleet using 
turning areas extendable bridge 
plates 
3 Provide clearance for mobility devices 


around any platform obstructions 


Draft for Discussion & Policy Purposes Only 


